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Module 5-1

Lesson Topic 5-1-2

There are many times when a technician
must rely on the information provided
in the MIM of a system to learn the
operating procedure for the system.  First,
a technician should learn the location and
the purpose of the operating controls.
There are figures provided in section II of
the MIM which depict the nomenclature and
location of the controls.  Additionally,
a table or series of tables is provided
in section II, which describes the purpose/
function of each control and indicator.

Refer to the Table of Contents, List of
Illustrations, and List of Tables to locate
the figures and Operating Controls and
Indicators table as necessary to match each
control/indicator listed on the following
page to its purpose.

28rmation must be found. Section II of the IPB,
